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Ordering information 


BIPC equipment can be ordered from Northern Telecom by quoting the 
applicable ordering codes and quantities required as follows: 


Equipment Ordering Code Quantity Required 

BIPC A0297075 One per PMS/Meridian 1 Interface 
(includes one power supply) 

Power Supply A0297998 One per BIPC 


Buffer Interface/Protocol Converter Description 


